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xne following is tilt computed finance plan of plants under the hast German 
Ministry of Yioiny and Smelting; all amounts are in thousands of 3«L , 


a. Costs of production for 1953, based on 1952 
be Comparable production 07.9k or I,2li3,fi7lj 
«• . 8 . 9T- decrease in production costs (from a,) 
d. 1953 factory cists (Seibstkosten) 


TOTAL loss for 1953 


1.1 1 5 ,10? 

J 0 70k 

1 . 1 Oh 393 


e* ftet value of goods produced in 1953 

( i.arenproduktion ) 

f 91 , u69 

fa Loss (d* minus e.) 


! sP 929 

£* Apprentice training 

25,390 


h a To be financed from HH 

5 Loo 



19 990 


i , -+29, 5% increase (stelgerung) 

5,900 


j o Other company expends / 

5,Ij2i3 


* 

31,333 


k*. So 0% decrease tr production costs 

2. 778 



28,555' 

28,555 

1. Director’s fund 


\?,578 


L 99,06? 


The following- are the planned subsidies to be received in 1953 by plants un- 
der the ministry; amounts are presumably in thousands of DME: 
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Plant 


Subsidies Affording to 
the Agreement with the 
Ministry of Flnanos 


Subsidies According to 
the Assessment of the 
Auditing Department 


Iron Industry 

Eissnhuettenkombinat Ost 

Msenwerke West 

Maxhuette , Unterwellenborn 

Bdelstahlwerk Dcehlen 

Stahlwerk Brandenburg 

Stahl werk Riesa 

Stahl wark Groedits 

Stahlwerk Hennigsdorf 

Kupferwerk Ilsenburg 

Walswerk Kirchmoeser 

Rsh r- und Kaliwslswerk Chesinita 

Radsatsfabrik Ilsenburg 

Ferrolegierungswerk Lippendorf 

Ferroleglerungswerk Mueckenberg 

Walsengiesserei Coswig 

Walsengiesserei Quedlinburg 

Walswerk Finow 

Walswerk Burg 

Blechwalswerk Olbemhau 

Kaltwalswerk Oranienburg 

Kaitwalawerk Salsun gen 

Ziehwerk L^gsu 

Zlehwerk Delitssch 

Ziehwsrk Brottercde 

Zlehwerk Berlin 

Boloraitwerke Wuenschendorf 

Ronf e rrous Metal Industry 

Ma ns f e Id -K omb inat 
Berliner Metalhuettenwerk 
belch tffiKstallwerk Rackwit* 
lh>ettenwerk Muldenhyetten 
Huettenwerk Halsbruecke 
Nlakelhuette Aue 
Zianhuatte Freiberg 
HaXbseugwerke Auerhaasner 
Met&XXschemlswerk Merseburg 

Main Department for Minin g 

Kupferersbergbau Sangerhausen 
Eisenerngniben Whet 
Eisenersgruben Saalfeld 
Harser Eisenersgruben 
E isenmgng&nersbergwerke Schnalkaldsn 
Bleieragruben w Ao Funk " 9 Freiberg 
dinners Altenberg 
Zinnprube Ehrenfriedersdorf 
Walfram-Zinnersgrube Rodewisch 
Antimonersbergwerk Oberbohasdorf 
Hickeleragrube Callenberg 


TOTALS : x 

According to special computation 
Director 8 * fund 


25X1 A 


126,832 

H*l* s l*2lt 

61,535 

69,200 

22,5a 

22,521 

6; 221* 

6,221* 

35 r y*o 

35:035 

11*5 230 

a s 65i 

5,536 

e;i*u* 

25,320 

27,730 

2,376 

393 

2,667 

2*593 

2,768 

l s 709 

2,957 

1,706 

U,300 

3,866 

191* 

362 

17 

1,231 

301 

205 

1*,535 

6,650 

1»,153 

5,203 

2,665 

3,21*5 

1*16 

«. <• 

1*90 

311 

302 

73 

175 

1*88 

150 

179 

61* 

363 

318 

89 

109*285 

115,987 

k,aa 

1,769 

5,610 

1,100 

3,271* 

3,282 

2:621 

3,093 

2,1*73 

It, 611* 

878 

951 

2,081 

3,002 

2,653 

2,300 

20*1*18 

25,515 

1*06 

319 

1,031* 

71*0 

95 

1,017 

1,188 

1,151* 

11**817 

22,570 

5,086 

5,71*7 

3,873 

5, ai* 

2,61*5 

1**211 

716 

823 

260 

■» m 


539,903 

Cats (Kaermng) 

86,971* 

4^7929" 


28,555 


17,578 


499, 062 



1 . 


p omment: Totals as received. 
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